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cable address FERRACUTE, BRIDGETON " TELEPHONE CALL, ' No, 34" 



S* Mint/ Phi la. 

your officials from time to time have given 


Col* 0. C* Bosbyshell, 

Supt. U. 

Dear Sir:- 

As 

us the impression that you were i& no hurry for the new coining 
press which we are making, we have not hurried it*because the 
writer has been from home more than he expected this summer and 
autumn, and wished to give it his most careful attention in 
every detail* 

It will not therefore be completed in the six months that 
was talked about at the time of the order, 
early in November* We write therefore to ask you if it Will be 
satisfactory to you to have a couple of months more, or so 

Yours very truly, 

Ferracute Machine Co*, 

I P er 






■ ■ * 



* 




















































































































































NARA RG104, Entry 1, Box 173 


Ferracute Machine Company 

Presses, Dies and other Sheet Metal Tools 

Bridgeton, New Jersey, U.S.A. 

October 21, 1891 

Col. O.C. Bosbyshell, 

Supt. U.S. Mint, Phila. 

Dear Sir: - 

As your officials from time to time have given us the impression that you were in no 
hurry for the new coining press which we are making, we have not hurried it, because the writer 
has been from home more than he expected this summer and autumn, and wished to give it his 
most careful attention in every detail. 

It will not therefore be completed in the six months that was talked about at the time of 
the order, which will expire early in November. We write therefore to ask you if it will be 
satisfactory to you to have a couple of months more, or so, delay. 

Yours very truly, 

Ferracute Machine Co., 

Per 

Oberlin Smith 
Prest. 



